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This report is required by law (7 USC 2143). Failure to report according to the regulations cart See attached form for 

result In an order to cease and desist and to be subject to penalties as provided for tn Sechon 211 additional Infonnation. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 33-R-0014 

CUSTOMER NUMBER: 590 

FORM APPROVED a 

OM8 NO. 0579-0036 .// 

ANNUAL REPORT OF RESEARCH FACILITY 

Southern Illinois University 

Vivarium, Life Science Hi 


{ TYPE OR PRINT ) 

Room 1 062 

Carbondale, IL 62901 



Telephone: (618) -536-2346 


1 3. REPORTING FACILITY ( List $11 locations where animals were housed or used in actual research, testing, or experimentaHon, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) ■ See Atached Listing 


^^EPO^^^ANi^^^SE^^^O^^MDE^CO^RO^O^RES^ARC^FAclLr^^^ttaci^dStiona^hflrt^fnflcessarvo^ise^PH!^om^023^ 


Aa 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expehmenis, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, artalgesic, or 
tranquIHzIng drugs were 
used. 

E. N umber of animaJs upoh which teaching, experiments, 
research, surgery or tests were conducted involving 
accorrpanytng pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
dmgs would have adversely affected the procedures, res 
w interpretabon of the teaching, research, experiments, 
surgery, or tests. { An explanation of die pror^ures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

11 

0 

11 

S. Cals 

0 

0 

28 

0 

28 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

197 

0 

197 

8. Rabbits 

0 

29 

3 

0 

32 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

48 

0 

0 

48 

12. Other Farm Animals 






Cattle 

0 

134 

6 

0 

140 

13. Other Animals 






Deer 

0 

0 

134 

0 

134 

Mink 

0 

0 

5 

0 

5 

Horses 

0 

7 

0 

0 

7 


I ASSURANCE STATEMENTC 


1) Professionally acceptable standards governing the care, heatment, and use of animals, including appropriate use of anestetic, analgesic, and Iranquilizing dmgs, prior to. during, and fottowing actual resr 
teactiing, testing, surgery, or eiiperimentatian vrere followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulatirjns under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the pri ncipaJ investigator and ap 
InstituBonal Animal Care and Use Committee (lACUC). A summary of all such excepUons ts attached to this antxial report. In addition to Identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has apesropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME a TITLE OF C.E,0, OR INSTITUTIQMAL OFFICIAL ( Type or F>irif I 


i6, b7c 


I is obsoiete.) 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for Interagency Report Control No 

50, additional infonnation. 0180-OOA-AN 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FORM Al^ROVED 
0MB NO. 0S7g-0D36 


2. HEADQUARTERS RESEARCH FACJLITY {Nam9 and Address, as registered wdh USOA, 
ffidude Zip Code) 


1. REGISTRATION NO. 

CUSTOMER NO. 

33-R-0014 

598 


v/r rMVXUlT SOUTHERN ILLINOIS UNIVERSITY 

(TYPE OR PRINT) VIVARIUM LIFE SCIENCE III, ROOM 1062 

CARBONDALE, IL 62901 (618)536-2 346 

REPORT OF ANIMALS USED BY OH UNDER CONTROL OF RESEARCH FACIUTY fABeiJ. adiMibnaf aherta a fhrr fhrm" 


Anunsis Covered 
By Ttie Animal 
Welfare Regulations 


Be Nurrt^eror 
animals being 
bred, 

conditioned, or 
nefd for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yel us^ for such 
purposes. 


C. Number of 
animals ufKin 
vvhicfi teaming, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
rdlevina drugs. 


0. Number of animals upon 
wWch exparimenis, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
ahesthetic. analgesic, or 
lranquill 2 ing dnjgs were 
used. 


E, Nurr^er of animals upon vwhlch teactiing, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
ane3thetic,andlgesic. or tranquilizing dnjgs would 
have adversely affected ^e procedures, results, or 
Interpretation of the teaching, research. 
expenmenU. surgery, or tests. (An exp/anafiOr) of 
the procedures procftjcmg pain or didress « tfiese 
an^ls and the reasons such drugs ware not used 
must be attached to this reporf) 


TOTAL NO. 
OF ANIMALS 



ASSURANCE STATEMENTS 


of animals, Including appropriatB „» at anesihetic, analgesic, ard tranquilizing drogs.'^' ' lo. dufing, 
and fallowing actual research, teaching, lesling. surgery, or experimentation were follovred by this research fadfity. v w u. 

2) Each pnncjpal investigator has oonsidBred alternatives to pairtfui procedures. 

3J This facilily is ^hwing to the standards and regulations under the Act. and It has required that eicepllons to the standards and regulatiais be specilled and explained by Ihe 

add.f ^ 10 ™ m2 A sumroiry of ail the nception. la attached to tMa animal report In 

addition lo idenlifying me lACUC-appruved BKcepiions, this summary irrcludes a brief explarHUgn of the exceptions, as well as the species and norther cl animals affected. 

velennarian for Ihis research facilii]. has appropriale authority to ensure me provision of adequate veterinary care and Id oversee Ihe adequacy of olher 
dSpecis ot soimsi csrs ond uss, * 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaily Responsible institutional official) 

! fVttfliftf that lh» ahd-btjda ' ‘ 


B)(6) (B)(7)(c) 


(AUG 91 


pee* vs hORM 1B.23 (Oct S«), which Is obsolete 



PART 1 - HEADQUARTERS 















































































SOUTHERN ILLINOIS UNIVERSITY, CARBONDALE 
lACUC EXCEPTION 2008 

Management plan for white-tailed deer. The exception is animals injured during capture 
in field will be dispatched with gunshot to head. 



